
Date Issued: February 7, 2014 

NOTICE 

Change in schedule of Regular Meetings of the 
CCHHS Quality and Patient Safety Committee 

Please be advised of the following changes to the 2014 schedule of Regular Meetings of the 
CCHHS Quality and Patient Safety Committee listed below. 

Quality and Patient Safety Committee 

Meeting Time: 9^30 10:30 A.M. 

Tues., Feb. 25,2014 

Tues., Mar. 25, 2014 

Weds. Thurs., Apr. 23 24, 2014 

WedsrTues., May 23 27, 2014 

Tues., June 24, 2014 

Tues., July 22, 2014 

Tues., Aug. 26, 2014 

Tues., Sept. 23, 2014 

Tues., Oct. 28, 2014 

Tues., Dec. 9, 2014 

Unless otherwise indicated, the location of the meetings of the CCHHS Board of Directors and its 
Committees is 1900 W. Polk Street, in the Second Floor Conference Room, in Chicago, Illinois. 
Agendas with the items to be considered will be available no later than forty-eight (48) hours prior 
to the meetings, and will be available at the following locations: 

Office of the Secretary to the Board of Directors 
Cook County Health and Hospitals System 
1900 W. Polk, Room 211, Chicago, Illinois 

Electronically at the CCHHS website, under the 
Governance section, at the following link: 
http://www.cookcountyhealth.net/ 


XXXXXXXXXXXXXXXXXXXX 

Deborah Santana 
Secretary 











